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LAB V 


INDUSTRY COLLABORATIVE STUDY OF CO 


Carbon Monoxide (CO) 


The data are reported by group: _ mg/cigt♦ _ 

Group Date of Puff Group Daily 

Number ■ Analysis _ Number _ Value _ Average 


1 

1/22/79 

8.9 

18.0 


2 


8.8 

16.9 

17.4 

3 

1/23/79 

9.0 

17.8 


4 


9.2 

17.8 


5 


9.0 

17.5 


6 


8.8 

17,4 


7 


9.3 

17.7 


8 


8.7 

17.4 

17.6 

9 

1/24/79 

9.0 

16,9 


10 


9.3 

18.3 


11 


8.9 

17.9 


12 


9.0 

18.1 

17.8 

13 

1/25/79 

9.0 

17.6 


14 


8,8 

17.7 


15 


8.9 

17.3 

17.5 

16 

1/26/79 

8.9 

17.5 


17 


9.2 

16.5 

- 

18 


9.0 

18.1 • 


19 

, 

8.8 

16.9 


20 


9.3 _ 

17.2 

17.2 




Overall 

Average 17.5 


S.D. 0.47 


Due to equipment problems Lab V was not able to analyze 4 groups each 
day in the prescribed manner; however, a total of 20 groups were smoked 
during 5 consecutive days. 


PM3000878447 
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